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ACCESS Wet Grip WB 


N ACCESS 
RUDOLF Version: 1.2 


SAFETY DATA SHEET 


1. Identification ‘| 


Product identifier: ACCESS Wet Grip WB 


Other means of identification 
Synonyms: Proprietary ethoxy-functional silane 


Recommended use and restriction on use 


Recommended use: Silicone and hybrid coating, sealant adhesive additive 
Restrictions on use: Not known 


ACCESS Rudolf Technologies, LP 
2199 Burkette Rd 
Rock Hill, SC 29730 


Supplier Information 


Contact person info@accessrudolftech.com 
Telephone 803-909-5613 
Emergency telephone CHEM-TEL 
number 1-800-255-3924 

[2. Hazard(s) identification 


Hazard Classification 


Health Hazards 
Skin sensitizer Category 1B 


Label Elements 


Hazard Symbol: 
Signal Word: Waming 
Hazard Statement: H317; May cause an allergic skin reaction. 
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conditions of use and appropriate personal hygiene. 


Indication of immediate medical attention and special treatment needed 


Treatment: Treatment is symptomatic and supportive. 
5. Fire-fighting measures 
General Fire Hazards: No data available. 


Suitable (and unsuitable) extinguishing media 


Suitable extinguishing All standard extinguishing agents are suitable. 
media: 
Unsuitable extinguishing Do not use water jet as an extinguisher, as this will spread the fire. 
media: 
Specific hazards arising from In case of fire, carbon monoxide and carbon dioxide may be formed. 
the chemical: Oxides of silicon. Acute overexposure to the products of combustion may 


result in irritation of the respiratory tract. Measurements at temperatures 
above 150°C in presence of air (oxygen) have shown that small amounts of 
formaldehyde are formed due to oxidative degradation. 


Special protective equipment and precautions for firefighters 


Special fire fighting Use water spray to keep fire-exposed containers cool. 
procedures; 


Special protective equipment Firefighters must wear NIOSH/MSHA approved positive pressure self- 
for fire-fighters: contained breathing apparatus with full face mask and full protective 
clothing. 


6. Accidental release measures 


Personal precautions, Caution: Contaminated surfaces may be slippery. Avoid contact with skin 
protective equipment and and eyes. See Section 8 of the SDS for Personal Protective Equipment. 
emergency procedures: Keep out of reach of children. 

Methods and material for Wipe, scrape or soak up in an inert material and put in a container for 
containment and cleaning disposal. Wash walking surfaces with detergent and water to reduce 
up: slipping hazard. Wear proper protective equipment as specified in the 


protective equipment section. 


Environmental Precautions: Do not allow runoff to sewer, waterway or ground. 
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IATA 
Not regulated. 


Special precautions for user: This product is not regarded as dangerous goods according to the 


national and international regulations on the transport of 
dangerous goods. 


. Regulatory information 


US Federal Regulations 


TSCA Section 12(b) Export Notification (40 CFR 707, Subpt. D) 
None present or none present in regulated quantities. 


US. Toxic Substances Control Act (TSCA) Section 5(a)(2) Final Significant New Use Rules (SNURs) (40 
CFR 721, Subpt E) 
None present or none present in regulated quantities. 


US. OSHA Specifically Regulated Substances (29 CFR 1910.1001-1050), as amended 
OSHA hazard(s) 


Skin sensitizer 


Chemical Identi 
Proprietary silane 


CERCLA Hazardous Substance List (40 CFR 302.4): 
None present or none present in regulated quant 


Superfund Amendments and Reauthorization Act of 1986 (SARA) 


Hazard categories 
Respiratory or Skin Sensitization 


SARA 302 Extremely Hazardous Substance 
None present or none present in regulated quantities. 


SARA 304 Emergency Release Notification 
None present or none present in regulated quantities. 


SARA 311/312 Hazardous Chemical 
Chemical Identity Threshold Planning Quantity 
US. EPA Emergency Planning and Community Right-To-Know Act (EPCRA) SARA Title Ill Section 


313 Toxic Chemicals (40 CFR 372.65) - Supplier Notification Required 
None present or none present in regulated quantities. 


Clean Water Act Section 311 Hazardous Substances (40 CFR 117.3) 
None present or none present in regulated quantities. 
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Specified substance(s): 


Proprietary silane LD 50 (Rat); > 2,000 mg/kg 


Dermal 
Product: ATE mix: 2,042.9 mg/kg 


Specified substance(s): 


Proprietary silane LD 50 (Rabbit): > 2,000 mg/kg 


Inhalation 
Product: Not classified for acute toxicity based on available data. 


Repeated dose toxicity 
Product: No data available. 


Skin Corrosion/Irritation 
Product: No data available. 


Serious Eye Damage/Eye Irritation 
Product: No data available. 


Respiratory or Skin Sensitization 
Product: No data available. 


Carcinogenicity 
Product: No data available. 


IARC Monographs on the Evaluation of Carcinogenic Risks to Humans: 


No carcinogenic components identified 


US. National Toxicology Program (NTP) Report on Carcinogens: 
No carcinogenic components identified 


US. OSHA Specifically Regulated Substances (29 CFR 1910.1001 -1050), as amended: 
No carcinogenic components identified 
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10. Stability and reactivity 


Reactivity: 
Chemical Stability: 


Possibility of hazardous 
reactions: 


Conditions to avoid: 
Incompatible Materials: 


Hazardous Decomposition 
Products: 


11. Toxicological information 


Reacts with water. 
Material is stable under normal conditions. 


Hazardous polymerization does not occur. 


Exposure to moisture. 


Inorganic halides. Bases. Aqueous acids. Reacts with water or moisture to 
form: Ethanol. 


In case of fire, gives off (emits): Carbon oxides Oxides of silicon. Carbon 
monoxide is highly toxic if inhaled; carbon dioxide in sufficient 
concentrations can act as an asphyxiant. Acute overexposure to the 
products of combustion may result in irritation of the respiratory tract. 


Information on likely routes of exposure 


Ingestion: 
Inhalation: 
Skin Contact: 


Eye contact: 


No data available. 
No data available. 
No data available. 


No data available. 


Symptoms related to the physical, chemical and toxicological characteristics 


Ingestion: 
Inhalation: 
Skin Contact: 


Eye contact: 


No data available. 
No data available. 
No data available. 


No data available. 


Information on toxicological effects 


Acute toxicity (list all possible routes of exposure) 


Oral 
Product: 
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Clean Air Act (CAA) Section 112(r) Accidental Release Prevention (40 CFR 68.130): 
None present or none present in regulated quantities. 


US State Regulations 


US. California Proposition 65 
No ingredient requiring a warming under CA Prop 65. 


US. New Jersey Worker and Community Right-to-Know Act 
Chemical Identit 
Proprietary silane 
Ethanol 


US. Massachusetts RTK - Substance List 
No ingredient regulated by MA Right-to-Know Law present. 


US. Pennsylvania RTK - Hazardous Substances 
No ingredient regulated by PA Right-to-Know Law present. 


US. Rhode Island RTK 
No ingredient regulated by RI Right-to-Know Law present. 
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